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total quantity and date. A similar system can be used where specific
waste solvents are being accumulated for recovery. If the wastes are to
go into a lab pack for landfill disposal, or into an analogous fiber pack
for incineration, the accumulation record should include the information
that is on the individual waste containers.

The waste management plan should cover the specific requirements
and accumulation procedures of the laboratory. It is important that
laboratory workers be provided with appropriate forms and codes to
make it as simple as possible for them to comply with the requirements.

Before the waste accumulation container is transported either to the
disposer or to another accumulation point, it must be labeled in ac-
cordance with DOT, EPA, and any necessary state shipping require-
ments. A sample label that contains the minimum information required
for an EPA-regulated waste is shown in Figure 2.3. Requirements for
off-site transportation of hazardous wastes are given in Chapter 8.
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